6.       Balconies  towards  north, east and north-east are advis-
able,   and   better   not   to keep   balconies   in south and
west in general.

7.       Kitchen is advisable in south-east, or north-west and never
in north-east.

8.       Pent houses should be planned in sduth-west on the terrace.

9.       Staircases have to be in south,   west or south-west and
to be   avoided in north-east, because head room of the
stair case, higher than south - west is not acceptable.

10.     Main  entrance   into  the  flat could be from east, north,
south, north-east, west and north-west.

11.    No wells or borewells should be dug in south-east, north-
west or south-west.

12.     Cellar should be kept under the northern or eastern portion
of the complex, and not in southern or western side.

13.     North-east cellar to be used for parking of vehicles; better
if they are not heavy trucks.

14.     Open area in north-east should be used for lawns, borewells
and sumps.

15.     Open  area  m north-east can also be used for on and off
parking.
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